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REMARKS. 
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SOURCE 


1* An MVD unit of 15G to ISO men was located in the Reil Kas erne 
HALLE { ivr 52/lD 92) on 30 August 1949? Tine unit included a 
signal section and a dog-handler section** 



25X1 A ^^^J Comment s 

* a» The HALLE Reil Kaserne is known to be occupied by an 
J1VD ur.it ^ The unit was reportP^bo have the strength of about 
one battalion up to Hay 1949, but v;as later reduced to about 
200 men (C). 
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